


MEMORANDUM FOR: Director of Special Projects 


SUBJECT : Photo Reconnaissance Systems Report No. 87 
I. CORONA 





A. Accomplishm ents 


1. Mission 1114 bucket "A" recovered film was processed 
and analyzed by NPIC and the PET Group resulted in an assign- 
ment of the "highest ever'' MIP rating of 120. 


2. Additional WCPO software support was required on 
2 and 3 April to accommodate special target coverage on 4 
April for Mission 1114, 








3; Packard and his group were briefed on CORONA 
and were conducted on a tour of Building @and 






pril. 
B. Problems 
No major problems. 


Cc. Projected Status 


l. CR-14. (Mission 1114) "'B" bucket recovery scheduled 
Saturday, 10 April 1971. 


2. CR-15. . R-25 Backup. 
3. CR-16. Block tests. 
4. CR-8. HIVOS preps. 
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***NOTICE OF REMOVED PAGES*** 


Pages Zs through ] are not provided 


because their full text does not contain CORONA, 
ARGON, LANYARD programmatic information. 


